DISTRIBUTED BY GEO. J. DAVIS. ANNAPOLIS, MD 


MIDSHIPMEN'S MESS HALL, 
BANCROFT HALL 
Length 5233^ feet. 

Width 73 feet. 

Maximum seating capacity 3500. 

Mess attendants 245. 
Largest Mess Hall in the world. 
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The Regiment of Midshipmen at Noon Day Meal, Bancroft Hall, U. S. Naval Academy, Annapolis, Md. 
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